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SUBJECT: CERP#0565 SCIENTIFIC, INDUSTRIAL AND TECHNICAL INSTRUMENTS 
AND EQUIPMENT 

REF STATE OM DATED APRIL 20, 1975 

1 . POST NOTES SUBJECT CERP CANCELLED IN BOTH 1974 AND 1975 (REF OM) 

ON BASIS SUBSTANTIAL NUMBER OF MARKET RESEARCH STUDIES AND 
MARKET INFORMATION REPORTS FROM MILAN TRADE CENTER (MTC) 
EXHIBITIONS SUBMITTED TO WASHINGTON IN THOSE YEARS COVERED 
SUBJECTS IDENTICAL OR CLOSELY RELATED TO CERP #0565 

SUBJECT. CERP REQUIREMENT WAS THEREFORE JUDGED BY WASHINGTON 
TO BE MET. 

2. POST REVIEW OF RECENT MARKET RESEARCH AND MTC EXHIBITION REPORTS 
INDICATE LARGE NUMBER OF MARKET INFORMTION REPORTS SUBMITTED 

TO WASHINGTON COULDMEET CERP REQUIREMENT. IN LAST TWO 
YEARS, SIX RESEARCH STUDIES AND FOUR EXHIBITION REPORTS 
WERE PREPARED BY POST IN SUBJECTS WHICH COVER CERP #0565, 

AND THREE ADDITIONAL RESEARCH SURVEYS AND TWO MTC SHOWS 
IN CERP THEME ARE SCHEDULED IN FY77. SUBJECTS AND DATES 
OF SURVEYS LISTED IN PARA 5. 

3. POST REQUESTS PERMANENT CANCELLATIONOF CERP #0565 BASED ON 
LIKELIHOOD CERP REPORT WILL BE DUPLICATED IN ANY GIVEN YEAR 
BY MARKET INFORMATION DESCRIBED IN THIS MESSAGE. POST 

OF OPINION RESOURCES CURRENTLY EXPENDED IN PREPARATIO OF 
ERP COULD BE TRANSFERRED TO OTHER EXPORT-GENERATING 
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INFORMATION REQUIRED BY CERP, #0565. 

4. EMBASSY ROME CONCURS IN POST REQUEST. ECON OFFICER 
FURNESS CLEARING IN SUBSTANCE. CERP #0565 REPORT FOR 
FY76, DUE AUSUT 1 . WILL NOT BE SUBMITTED UNTIL REPLY TO 
REQUEST FOR CANCELLATION RECEIVED. 

5A. MARKET RESEARCH: 

MEDICAL AND HOSPITAL EQUIPMENT TO BE COMPLETED NOVEMBER , 1976. 
ELECTRONICS PRODUCTION EQUIPMENT AND ELECTRONIC COMPONENTS, 
COMPLETED APRIL 1976, NEW STUDY TO BE COMPLETED IN 1977. 
ENGINEERING DESIGN COMPONENTS, COMPLETED FEBRUARY, 1976. 
LABORATORY INSTRUMENTS, COMPLETED FEBRUARY, 1976. 

PROCESS CONTROL INSTRUMENTATIO, COMPLETED MAY, 1974; NEW 
STUDY TO BE COMPLETED IN 1977. 

MATERIALS TEST AND QUALITY CONTROL EQUIPMENT, COMPLETED 
MAY, 1975. 

AIR AND WATER PURIFICATION AND POLLUTION CONTROL EQUIPMENT, 
COMPLETED OCTOBER, 1974. 

B. MILAN TRADE CENTER EXHIBITION REPORTS: 

PROCESS CONTROL INSTRUMENTATION, HELD NOVEMER, 1974. 
ELECTRONIC COMPONENTS, HELD MARCH, 1975. 

AIR AND WATER PURIFICATION AND POLLUTION CONTROL EQUIPMENT, 
HELD, NOVEMBER, 1975. 

MATERIALS TEST AND QUALITY CONTROL EQUIPMENT, EHLD MARCH, 1976. 

CHEMICAL PRODUCTION EQUIPMENT AND INSTRUMENTATION, TO BE 
HELD OCTOBER, 1976. 

COMPONENTS AND PRODUCTION EQUIPMENT FOR THE ELECTRONIC 
INDUSTRY, TO BE HELD JANUARY, 1977.FINA 
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